CATHEDRAL  OF  ST.  PETER  IN  CHAINS 

Cincinnati,  Ohio 
Built  in  1841-45,  enlarged  and  restored  1953-57. 
It  seats  1200.  The  Cathedral  is  one  of  the  most 
perfect  exannples  of  Grecian  Achitecture  in  the 
U.  S.  Dedicated  November  3,  1957.  It  contains  the 
world-famous  Crucifix  designed  and  made  by  the 
artist-silversmith  Benuto  Cellini. 


